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cornice, however, must have given the early architects some

anxiety lest the hlocks
should slide down the
inclined wall of the tym-
panon. In some cases
this danger was averted
by building portions of
the cornice into the
tympanon wall,

At the apex of the
gable (Wo'9, a&w/ta),
the cornice block ,was
cut to a saddle, and at
the lower extremities of
the saddle large blocks

FIG. 30.- Acroterion block of the     were horizontally posed
Parthenon.                            ,     . ,, ,    ',

and weighted with aero-
teria, which resisted the thrust of the cornice (Fig. 30),

